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PART III 

Stores Purchase 


Fire and Rescue Services Department 

e-TENDER NOTICE 

No. F1-373/2015/KFRS-1. 23rd January 2015. 

e-Tenders in two cover system are invited from 
competent dealers for the supply of 25 Nos. of Chain Saw 
with 5 Nos. of spare chain (Petrol) (maybe increased to 10%) 
with respective specifications to Fire and Rescue Services 
Department. The tender is to be submitted as 
e-tenders through https://etenders.kerala.gov.in. Since this is 
an e-tender, only those bidders who have enrolled in the 
above portal with their own Digital Signature Certificate (DSC) 
can participate in the tender. 

e-Tender document and other details can be obtained 
from the above e-portal. 

The tender has two parts: 

1. Technical bid. 

2. Financial bid (BOQ). 

Tender No. with PAC—KFRS/E-Tender 
No. 42/2014-15—'20 Lakhs. 

EMD—1% of PAC in online payment. 

Security Deposit—5% of total contract amount 
inclusive of EMD to be furnished as online payment. 


Cost of e-Tender (online submission)—' 3,000 + VAT 
@ 5%. 

Closing date and time of e-tender—27-2-2015, 
5 p. m. 

Last date and time of receipt of e-tender— 
27-2-2015, 5 p. m. 

Date and time of opening of e-tender: 

1. Technical bid—3-3-2015,11 a. m. 

2. Financial bid—5-3-2015,11 a. m. 

Date upto which the rates are to remain firm for 
acceptance—31-3-2015. 

Period of supply—Within 20 days of receipt of supply 
order. 

The bidder desiring to take part in the bid shall log into 
https://etenders.kerala.gov.in/and then select tender and 
initiate payment. Bidders will be directed to the payment 
gateway page of the State Bank of Travancore. There are two 
options-State Bank of Travancore SBT Net banking payment, 
payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC) and 
necessary portal enrolment bidders can visit the website https:/ 
/etenders. keral a. go v. in./ 












Tenders will be opened in the online presence of such 
tenderers or their authorized representatives who have logged 
in at the prescribed time of opening technical & financial 
bids. If the date fixed for opening happens to be a holiday/ 
due to net failure the tenders will be opened in the next working 
day at the same time. 

The price of the e-tender form shall be received only 
through online payment—SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers: 


The committee headed by the Commandant General, 
Kerala Fire & Rescue Services Department will scrutinize 
the tenders received and will recommend suitably. The 
decision of the Commandant General will be final for the 
award of the contract. 

The right of acceptance or rejection of e-tender 
without assigning any reason is solemnly vested with 
Commandant General, Kerala Fire & Rescue Services. 

The rules and regulations prescribed for e-tenders by 
the Government of Kerala shall be applicable to this 
e-tender also. 


• Technical cover. 

• Financial cover. 

The first cover ie. the technical cover shall be uploaded 
with the following document. 

1. Scanned copy of complied specification of the 
product intended to supply. 

2. Scanned copy of the agreement in the prescribed 
format in Kerala Stamp Paper worth 
' 100 . 

3. Brochure of the product intended to supply. 

4. Work experience certificate or other relevant details. 

5. Scanned copies of the declaration by the bidder 
on Kerala Stamp Paper worth ' 100 to the effect 
that he/his partner/s or any of his directors is not 
involved in any Vigilance Case registered in 
connection with any supply made to this 
Department. 

Soon on opening the technical bid of e-tenders the 
committee constituted to evaluate the technical aspects of 
the instrument will meet and scrutinize the tender documents 
along with technical specification of the instrument submitted 
with the e-tender. 

The financial bid belonging to those dealers/suppliers 
who qualified the technical bid of the instrument required by 
Kerala Fire & Rescue Services Department alone will be 
considered. 

On finalization of the same, the second cover ie. the 
financial bid of the concerned competent firm will be opened 
for consideration. 

The originals of Complied Technical Specification, 
Agreement in stamp paper worth ' 100, Declaration in Stamp 
Paper worth ' 100 and Brouchers of the item intended to 
supply of Kerala shall be produced before the undersigned 
soon after the Financial Bid opening. 

After opening the financial bid, financial evaluation is 
made only after consultation with the DPC and the decision 
of the DPC shall be final and be uploaded in the financial 
evaluation field of the e-tender site whether the tender is 
financially admitted or not and thereafter the awarding of the 


Details with respect to the e-tender and the 
details of specifications of the item to be purchase 
can be obtained from the e-tender website 
https//etenderskerala.gov.in. 

Any legal disputes that may arise in relation to the 
e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Conditions 


1. Whether samples are 
essential 


2. Period with in which : 
goods should be delivered 

3. Rates should be quoted : 
for the delivery of all 
taxes including transpor¬ 
tation charge, customs 
duty etc. including 3 
years AMC amount after 
warranty period 

4. Payment : 

5. Other Special Conditions : 


Pamphlets, Photograph, 
Drawings CDs etc. 
should be forwarded 
along with tender. 
Samples should be 
produced at the earliest. 

Within 20 days from 
receipt of supply order. 

f.o.r., Thiruvananthapuram 


90% payment against 
delivery at Thiruvanantha¬ 
puram in good condition. 

1. A warranty of 12 
months from the 
delivery of the item. 

2. EMD 1% of PAC in 
online payment. 

3. Security Deposit 5% 
of total contract amount 
inclusive of EMD to 
be furnished as online 
payment as mentioned 
in the notice inviting 
e-Tender. 


contract. 


4. Any firm whose 
proprietor. Partner or 
Director is involved 
in a Vigilance Case 
registered in connection 
with a supply made 
to this Department 
earlier shall be barred 
from participating in 
this tender. 

5. Anybody attempting 
to offer bribe or 
otherwise influence 
the officials of the 
Kerala Fire and 
Rescue Services will 
be disqualified from 
participating the 
tender. 

6. Training will have to 
be given to the 
staff of this 
Department at their 
own cost as required 
by this Department. 


• Weight without cutting accessories shall not 
exceed 7 Kg. 

• Proper certification documents shall be produced: 
like CE/EN /BIS etc. 

• The company shall ensure the availability of the 
spares in the local market for at least three years 
from the date of delivery. 

• The warranty shall cover one year including 
provision for free service for one year. 

• The rate shall include Five spare chains and file 
kit for sharpening. 

• Company brochure shall be provided. 

• There shall be service centers all over Kerala 
State. 

• The sample and its demonstration shall be 
displayed. 

• Training of the equipment including basic trouble 
shooting shall be provided free of cost. 

• The firm shall be an authorized dealer of the 
market. 

COMPLIANCE STATEMENT 


1. Three years AMC 
after warranty period 
should be given in 
the quoted price. 

Specification for Chainsaw 

• The Engine of the Chainsaw shall be petrol driven 
single cylinder, 2 stroke and air cooled. 

• The power output of the engine shall be more 
than 5 HP. 

• The displacement of the engine shall be between 
70-73 cc. 

• The maximum engine speed should not be less 
than 12,000 RPM. 

• The capacity of the Fuel Tank shall be more than 
65 Liters. 

• Chain Oil Tank capacity shall be more than 
350 ml. 

• The guide bar length shall not be less than 15". 

• Chain shall be with Oilomatic lubrication system. 

• Guide bar and chain must be of the same 
manufacturer. 

• Chain tension: provision for side access tensioning 
arrangement shall be provided. 

• It should have a chain brake mechanism to stop 
the rotation of the chain. 

• Clutch: Centrifugal type without lining, metal only. 


A specification compliance statement in the following 
performa shall be submitted along with the offer, and the 
statement should be complete in all aspect and should 
cover each and every details of specification. 

Specification compliance statement for Chain Saw 


Si Detail of 
No. Departmental 
Technical 
Specification 


Detail of the 
product 
offered 


Deviation from 
Departmental 
Technical 
Specification, 
if any 


1 


Fire & Rescue Services 
Headquarters, 

Housing Board Junction, 
Thiruvananthapuram-695 001 
Phone: 0471-2320872. 


Joe Kuruvilla Easow, 
Director (Administration) 
For Commandant General. 
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[No. 44/2014-15] 

No. Fl-14178/2014-1. 24tli January 2015. 

Sealed tenders are invited for the purchase of 
Cryogenic Gloves (155 Nos.) for Fire and Rescue Services 
Head Quarters, Thiruvananthapuram. Details of items can 
be had along with the tender forms. The tenders are to 
reach the undersigned before 27-2-2015 at 5 p. m. 

The tenders should be superscribed as Tender 
No. 44/2014-15 and addressed to the Commandant 
General, Home Guards, Civil Defence and Fire and Rescue 
Services Headquarters, Housing Board Junction, 
Thiruvananthapuram-1. Late tenders will not be accepted. 
The tender will be opened at 11 a. m. on 28-2-2015 in the 
presence of such tenderers or their authorized 
representatives who may be present at the time. 


Whether samples are : 

essential 

Pamphlets, Photograph, 
Drawing etc. should be 
forwarded along with 
tender. Sample should 
be submitted at the 

earliest. 

Period with in which 
goods should be 
delivered. 

Within 20 days from the 
receipt of supply order. 

Rates should be : 

quoted for the delivery 
of all taxes including 
transportation charge 
customs duty, etc. 

f.o.r. Thiruvananthapuram. 

Payment : 

90% payment against 
delivery at 

Thiruvananthapuram in 
good condition. 

Other special condition 

: 1. A warranty of 24 

months from the 

delivery of the item. 

2. EMD 1% of PAC in 
online payment. 


3. Security deposit 5% 

of total contract amount 

inclusive of EMD to 

be furnished on 
receipt of the 
suppley order as 
online payment as 
mentioned in the 
Notice inviting 

e-Tender. 


Intending tenderers may on application to the 
Commandant General obtain requisite tender form on 
which tenders should be submitted. Application for 
tender form should be accompanied by the cash/ 
remittance/money order of ' 3,000 + 5% VAT (Round to 
next Rupee) per copy which is the price fixed by 
Government and is not refundable under any 
circumstances. The tender forms are not transferable. The 
sale of tender forms will be closed at 3 p. m. on 
26-2-2015. Neither Cheques, Bank Drafts, Postal Orders, 
Postage Stamps etc. will be accepted towards the cost of 
tender forms, nor will the tender form be sent per Value 
Payable Post. Duplicate tender forms, if required will be 
supplied @ ' 1,500 + 5% VAT per copy. The tenderers are 
to read the general conditions given in the tender forms 
carefully before the forms are filled up. 


4. Any firm whose 
Proprietor, Partner or 
Directors is involved 
in a Vigilance Case 
registered in connection 
with a supply made 
to this Department 
earlier shall be barred 
from participating in 
this tender. 

5. Canvassing in any 
manner at any time 
shall disqualify of 
the tenderer. 


Specification For Cryogenic Gloves 


njjcrxS (3(3<l£JOCrU njcacrop 


• The gloves shall cover upto elbow of the wearer. 

• It shall be suitable for working over a temperature 
range of -120° C to-190° C. 

• The gloves shall be light weight, water proof and 
abrasion resistant. 

• When subjected to cryogenic condition the 
material of the gloves shall retain its flexibility 
and dexterity. 

• It shall conform to the following standards 

• E.N.420 (General Requirement) 

• E.N.388 (Mechanical Tests) 

• E.N.511 (protection against cold) 

• The material used for the manufacture of the 
gloves shall be of 3 layers. The outer layer shall 
be fully water proof and breathable. The middle 
layer shall have very high thermal insulating value 
and shall be able to wick moisture away from the 
skin. The lower layer shall be made of cotton 
providing a high level of comfort to the wearer. 

• The material as whole shall provide perfect 
protection for the wearer while handling cryogenic 
material. 

• The Seam shall not be sealled for maintaining 
maximum flexibility and durability 

• Sample shall be supplied. 

Office of the Commandant General, 

Home Guards, 

Civil Defence 

Fire and Rescue Services, 

Housing Board Junction, Joe Kuruvilla Easow, 

Pulimoodu P. O., Director (Administration), 

Thiruvananthapuram-695 001. For Commandant General. 
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[No. 46/2014-15] 

No. Fl-14180/2014 -1. 27th January 2015. 

Sealed tenders are invited for the purchase of 
200 Nos. of Explosion Proof Torch to Fire and Rescue 
Services Department. Details of items can be had along 
with tender forms. The tenders are to reach the 
undersigned before 5 p. m. on 3-3-2015. 

The tenders should be superscribed as tender 
No. 46/2014-15 and addressed to the Commandant 
General, Home Guards, Civil Defence and Fire and Rescue 
Services Headquarters, Housing Board Junction, 
Thiruvananthapuram-1. Late tenders will not be accepted. 
The tender will be opened at 11 a. m. on 4-3-2015 in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 

Indending tenderers may on application to the 
Commandant General obtain requisite tender forms on 
which tenders should be submitted. Application for the 



tender form should be accompanied by a cash remit- 
tance/Money order of ' 1,500 + 5% VAT (Round to next 
Rupee) per copy which is the price fixed by Government 
and is not refundable under any circumstances. The 
tender forms are not transferable. The sale of tender 
forms will be closed at 3 p. m. on 2-3-2015. Neither 
Cheques, Bank Drafts, Postal Orders, Postage Stamps 
etc. will not be accepted towards the cost of tender forms, 
nor will the tender forms be sent per value payable post. 
Duplicate tender forms, if required will be supplied 
@ 750 + 5% VAT per copy. The tenderers are to read 

the general conditions given in the tender forms carefully 
before the forms are filled up. 

Conditions 


(5) Canvassing in any 

manner at any time shall 
disqualify of the 

tenderer. 

(6) Three years AMC after 
warranty period should 
be provided and the cost 
thereof also should be 
included in the Bid 
Amount. 

Specification for Explosion Proof Torch 


1. Whether samples are 
essential 


Pamphlets, Photograph, 
Drawing, CDS etc. should 
be forwarded along with the 
tender. Sample should be 
submitted at the earliest. 


1. The Torch shall be Robust Construction, Light 
Weight, and Impact Resistance. 

2. It shall be Intrinsically safe and explosion proof. 

3. It shall be rechargeable LED Type. 


2. Period with in which — 
goods should be 
delivered 

3. Rates should be — 
quoted for the 
delevery of all taxes, 
including transportation 
charge, customs 

duty etc. 

4. Payment — 


5 Other Special 
conditions 


Within 30 days from the 
receipt of supply order. 

f.o.r., Thiruvananthapuram. 


90% payment against 
delivery at 
Thiruvananthapuram 
in good condition. 

(1) A warranty of 24 
months from the delivery 
of the item. 

(2) EMD 1 % of PAC in 
online payment. 

(3) Security Deposit 5% of 
total contract amount 
inclusive of EMD to be 
furnished on receipt of 
the supply order as 
online payment as 
mentioned in the Notice 
inviting e-tender. 

(4) Any firm whose 
proprietor. Partner or 
Directors is involved 
in a Vigilance Case 
registered in connection 
with a supply made to 
this Department earlier 
shall be barred from 
participating in this 
tender. 


4. It shall be rechargeable from 230 V AC Mains 

5. Re chargable Batteries and charger shall be 
provided with every torch. 

6. LED Bulb shall be of 3 W. 

7. Continuous operating time shall not be less than 
3 hours. 

8. Integrated spare bulb shall be provided. 

9. Peak Luminous Intensity at 5 metre shall not be 
less than 600 Lux 

10. Light source of the torch shall of minimum 
185 Lumen. 

11. The light beam shall be of spot type. 

12. The lens of torch shall be made of clear 
poly carbonate scratch proof material. 

13. Indicators shall be provied to indicate level of 
charge. 

14. User Manual shall be provided. 

15. Explosion Proof Certificate shall be provided. 

16. Sample shall be produced. 

17. Necessary Certification (National/International) 
documents shall be provided. 

Office of the Commandant General, 

Home Guards Civil Defence 

Fire and Rescue Services, Joe Kuruvilla Easow, 

Housing Board Junction, Director (Administration) 

Thiruvananthapuram-1. For Commandant General. 


